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Location 

The Gallery is conveniently located downtown on 
Dundas Street West between McCaul and Beverley 
Streets. The nearest subway stop on the University line 
is St. Patrick station (Dundas). From there, the Gallery 
is two blocks west on Dundas Street. The Dundas 
streetcar also serves the Gallery. 


Gallery Hours 
Tuesday 11:00 am - 5:50 pm 
Wednesday and Thursday 11:00 am - 9:00 pm 
Friday, Saturday and Sunday 11:00 am - 5:30pm 
Monday Closed 


The Gallery and ‘The Grange will be closed on Christmas 
Day and: New Year’s Day. 


Admission 


Aduligas 3 ; $1.00 
Students and Senior Citizens (with cards): 50 
Members (with cards) Free 
Ontario Privilege Card Holders " .-Free 
Accompanied children under 12 Free ~ 


The Gallery regrets that it has no visitor parking. 


For the safety of our works of art, visitors are asked to 
check parcels, umbrellas, back-packs, etc., with the 
cloakroom attendant. Wheelchairs and baby strollers 
are available. 

Pets are not permitted in the Gallery. 
Non-commercial photography is allowed. 


Services 

Tours: Public talks are given Tuesday to Sunday. 
Gallery Shop: The Shop specializes in books and 
periodicals on art, posters and reproductions. Open 
Gallery hours and Mondays 10:00 am-6:00 pm. 
The Restaurant: A first-class, licenced restaurant 
serves lunch daily and dinner during evening hours. 
Reservations are advised. Open from noon during 
Gallery hours and on Mondays until 3:40 pm. 
Cafeteria: For quick, moderately priced meals and 
snacks. Open Gallery hours. 


Art Gallery of Ontario, 
O17 Dundas Street West, Toronto MéT 1G4 
Ontario, Canada Telephone: (416) 361-0414 


